¥ 
er 


Approved For Release 1999/0 ee": CIA-RDP81B00878R000500080019 Fy = - ie : 


16922 9 JUL 59 —— eipaparptinatna gh ee 


a a ai 


DIRECTOR 


25x1A6c 


DPD a, 2,3,4,5,6,7,8) E ROUTINE 
Js “tN g256 


TCR eae 3 JUL ae 


25X1A6c HE » BM sxtace (25X16. a 
LOGS 
PRESSURE SUIT FOR DRIVER (49) ON DEPOT W/SLANT DGG~6-9.9 

(VOUCHER 59-41803}) HAS BEEN DECLARED UNECONOMIGALLY ALTERABLE 
BY CONTRACTOR. IN ADDITION TO AGE, NORMAL SEAM SLIPPAGE AND 
SLIGHT, BUT MEASUREABLF BLADDER LEAKAGE, THERE ARE AREAS OF 
FABRIC RUPTURE WHICH ARE OF A CRITICAL NATURE. CONTRACTOR 
ADVISES THAT SINCE ALTERATIONS WERE ALSO REQUESTED IT WOULD 

BE FALSE ECONOMY TC INVEST ADDITIONAL FUNDS AND STILL HAVE 
COMPONENTS OVER 3 YEARS OLD. DIFFERENCE iN COST OF REPAIR 
AND REPLACEMENT SUIT WHLL BE NEGLIGIBLE. REQUEST DISPOSITION. 
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